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MINISTRY OF COMMERCE 

PUBLIC NOTICE 

New Delhi, the 22nd September 1965 
SUBJECT : - - Scheme for the Licensing of cotton textiles for export to Italy from 

India - Quota for 1965. 
No. PN ( Italy Licensing ) / 1 of 1965 . — With immediate effect, the export of cot 
ton textiles to Italy from India falling under the following two categories will 
require an export licence issued by the Jt. Chief Controller of Imports & Exports , 
Bombay . The Export (Control ) Order , 1962, is being amended suitably for this 
purpose. 

(1) Cotton Textiles, others, plain , raw , of other types and 

( ii) Cotton Textiles , others, plain , bleached . 
2 . Licences under the scheme shall be issued by the Joint Chief Controller of 
Imports & Exports , Bombay , on the basis of quota certificates issued by the Cot 
ton Textiles Export Promotion Council, Bombay . 

3 . Quotas valid upto the 31st December, 1965 , will be utilisable with the under 
mentioned Customs Houses for the quantities as shown below against each : 
( 1) Genoa 

130 tons. 
( ii) Milan 

70 tons. 
4 . For purposes of licensing , the shipment period will be from the date of issue 
of this Public Notice to the 31st December , 1965 . Shipments against licences 
should reach Italy at the above two Customs Houses not later than the 31st 
December , 1965 . 
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5 . Licences shall be valid for shipment from any port in India . 
6 . Licences and quotas shall not be transferable. 

7. All shipments of cotton textiles made during each month from India shall 
be reported by the exporters concerned to the Cotton Textiles Export Promotion 
Council by the 10th of the following month . 

8 . A charge of Rs. 2 . 50 per ton will be levied by Texprocil for the issue of 
quotas , 

9 . Italy Textiles Licensing Advisory Committee shall be constituted and shall 
consist of 8 members , 3 nominated by the Indian Cotton Mills Federation , 3 by 
the Cotton Textiles Export Promotion Council, 1 by the Jt. Chief Controller of 
Imports & Exports, Bombay and 1 by the Textile Commissioner , Bombay . 

10 . Italy Textiles Licensing Advisory Committee thus constituted , shall ( a ) 
supervise the entire scheme ( b ) keep watch over the performance from time to 
timo ( c ) interpret and give decisions on various matters arising out of the opera 
tion of the Scheme and ( d ) make such changes in the Scheme as the Committee 
deems At from time to time. The Licensing Committee shall be empowered to 
frame rules and regulations from time to time, inter-alia providing for the condi 
tions to be complied with by an applicant betore he would be entitled to quotas, 
shall have the right to withhold or cancel quotas , reject application for quotas 
without assigning any reason . 
11. The address of the Cotton Textiles Export Promotion Council is as follows: 

Engineering Centre , 5th Floor, 9, Mathew Road , Bombay - 4. 
( Issued from file No. 57 / 1 / 65 - EI.) 

P . SABANAYAGAM , 
Chief Controller of Imports and Exports. 
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